should have been known to the operator and corrected before
the citation was issued.  The exposure to hazard was minimal
and the likelihood of injury slight.  The violation was not
significant and substantial.  I conclude that an appropriate
penalty for the violation is $75.

ORDER

1.  The following contested citation is ORDERED VACATED

Citation No. 2139597 issued October 12, 1983

2.  The following contested citations are ORDERED
AFFIRMED, but MODIFIED to remove the significant and
substantial designation:

Citation No. 2139600 issued October 18, 1983
Citation No. 2271724 issued October 20, 1983

3.
issued:

The following contested citations are AFFIRMED as

Citation
	No.
	2271717
	issued
	October
	12,
	1983

Citation
	No.
	2271718
	issued
	October
	19,
	1983

Citation
	No.
	2139599
	issued
	October
	17,
	1983

Citation
	No.
	2271719
	issued
	October
	19,
	1983

4.  As part of the settlement, the operator seeks to
have withdrawn its notices of contest with respect to the
following citations and the contests are ORDERED WITHDRAWN
and the proceedings DISMISSED:

Citation Citation Citation Citation Citation Citation Citation Citation
	No.
 NO.
 No.
 No. No. No. No. No.
	2271720 2271722 2139561 2139562 2271726 2139587 2139563 2139593
	issued issued issued issued issued issued issued issued
	October October October October October October October October
	19^
 2o' 6, 18,
	1983 1983 1983 1983 1983 1983 1983 1983

5. Within 30 days of the date of this decision the
operator is ORDERED to pay the following civil penalties
for violations of mandatory standards:

CITATION

2271720
2271722
2139561
2139562
2271726

PENALTY

$   40

136

105

40

90

2647ignition sources were present, it
